In re. Investigation of election irregularities affecting 
Congressional District 9 


Exhibit 
4.2.5.1.1.1 


List generated by the Statewide Elections 
Information Management System (SEIMS) reflecting all 
civilian voters in the 9t* Congressional District to whom a 
ballot was sent, but from whom a ballot was not returned 
during the 2018 general election. 


NORTH CAROLINA 


State Board of Elections & Ethics Enforcement 











LINK 
https://s3.amazonaws.com/dl.ncsbe.gov/Requests/CIV_ABS 


CONG_09 BALLOT NOT RETURNED EXPT PUBLIC 20 
181204.xlsx 








